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Oldest  Church  in  Bedford  County,  built  in  1806 
still  stands  in  excellent  preservation  in  the  old 
graveyard  at  Schellsburg,  where  there  are  graves 
older  than  the  church  and  several  Indians'  graves. 
The  wine-cup  pulpit  resembles  the  one  in  Christ 
Church,  Philadelphia. 
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